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Message Text 


UNCLASSIFIED 

PAGE 01 KABUL 07534 03I006Z 
17 

ACTION NEA-IO 

INFO OCT-OI ISO-00 EB-07 RSC-OI /019W 

060517 

R 030725Z DEC 74 
FM AMEMBASSY KABUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0520 

UNCLAS KABUL 7534 

E.O. 11652: N/A 
TAGS: BEXP, AE 

SUBJ: T.O.; GOVERNMENT TENDER; INSULATED TWIN-WIRE (DROP- WIRE) 

FOR TELEPHONE. 

1.53I/0I/T-00I6 

2. 12274 

3. P. BEHNKE 

4. 531 AEGHANISTAN 

5. N 

6A. CABLE: 

B. ENG. S.M.N. ALAWI, PRESIDENT 

C. TELEPHONE AND TELEGRAPH DEPARTMENT 
MINISTRY OE COMMUNICATIONS 

KABUL, AEGHANISTAN 

7. 1816 

8. 123074 
9.201 

10. 36612XX-0050 THREE HUNDRED THOUSAND METERS OF INSULATED 
TWIN-WIRE (DROP- WIRE) FOR CONNECTING TELEPHONE SUBSCRIBERS TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 KABUL 07534 031006Z 

COMMUNICATIONS CABLE NETWORKS. PRICE SHOULD BE QUOTED IN DOLLARS 
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CIF KABUL VIA USSR OR IRAN. TECHNICAL SPECIFICATIONS ARE AS 
FOLLOWS: 

TECHNICAL SPECIFICATIONS 

1. SUBJECT 

INSULATED TWIN- WIRE (DROP- WIRE) EOR CONNECTING SUBSCRIBERS TO 
COMMUNICATIONS CABLE NETWORKS. 

2. APPLICATION 

THE WIRE WILL BE USED AS DROP WIRE WITH SPANS OP UP TO ABOUT 
60 M (ADMISSIBLE PULL 500 N- KP) AND FOR RUNNING ALONG 
EXTERNAL WALLS. 

3. MAKE UP 

TWO CONDUCTORS PLACED FLAT TO EACH OTHER COMMON PLASTIC WITH 
A WOB. 

4. CODING 

IDENTIFICATION RIDGE ON ONE OF THE TWO WIRES. 

5. ELECTRICAL VALUES AT 20 DEGREES C 

5.1 CONDUCTOR RESISTANCE OF THE LOOP: MAXIMUM 72 OBM/KM 

5.2 INSULATION RESISTANCE: MINIMUM 5000 MEGOHM/KM 

5.3 TEST VOLTAGE WIREAVIRE: MINIMUM 1200V 

5.4 OPERATING VOLTAGE: MAXIMUM lOOV 

6. MECHANICAL DATA 

6.1 CONDUCTOR: BARE BRONZE 

6.2 OCNDUCTOR DIAMETER: 1.0 MM 

6.3 INSULATION: POLYETHYLENE (BLACK COLOURED) 

6.4 OVERALL DIMENSIONS: APPROX. 3.0 X 8.0 MM 

6.5 NET WEIGHT: APPROX. 27.0 KG/KM 

7. SPECIAL REQUIREMENTS 

THE INSULATION HAS TO STAND A RANGE OF TEMPERATURE FROM - 30 
DEGREES C TO 50 DEGREES C. 

BIDDERS SHOULD NOTE SHORT DEADLINE, 12-30-74. 

ELIOT 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KABUL07534 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740349-1129 
From: KABUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741265/aaaacduy.tel 

Line Count: 99 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by ReddocGW>; APPROVED <13 FEB 2003 by CollinP0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: T.O.; GOVERNMENT TENDER; INSULATED TWIN-WIRE (DROP-WIRE) FOR TELEPHONE. 
TAGS: BEXP, AF 
To: COM 
Type: TE 
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